Regn . No. KERBIL /2012 /45073 

dated 5 - 9 - 2012 with RNI 


Government of Kerala 
കേരള സർക്കാർ 

2013 


Reg. No. 02 ). MMI 
KL / TV (N )/634 /2012 - 14 


A9 


GOVE 


qoo. 


99 TUDO 
WMENT OF 


OF KERA 


KERALA GAZETTE 

കേരള ഗസററ് 
PUBLISHED BY AUTHORITY 
ആധികാരികമായി പ്രസിദ്ധപ്പെടുത്തുന്നത് 


1 


DAY 


Vol. II 
Weijo 2 


THIRUVANANTHAPURAM , TUESDAY 

തിരുവനന്തപുരം, ചൊവ്വ 


No. 17 


12th February 2013 
2013 2 .0LM001 12 
23rd Magha 1934 
1934 morelo 23 


നമ്പർ 


PART IV 
Private Advertisements and Miscellaneous 

Notifications 


MALABAR CANCER CENTRE 

Thalassery , Kannur-670 103 , Kerala 
(PH: + 91 490 2355881, Fax : + 91 490 2355880) 
E -mail: mcctly @ gmail.com Website : www .mcctly.org 


GLOBAL TENDER NOTICE 
No. 600 / TCC /P2 /12 /MCC . 

5th January 2013 . 
Sealed and separate tenders (two bid system ) are 
invited for the supply of following equipments for Medical 
Oncology Department in MCC under TCC Fund 2012 - 13 . 


Tender Fee 


Sl. Name of Equipments with Qty. 
No . 
1 Blood Irradiator - 1 No. 
2 Vertical Laminar flow Hood 

for Chemotherapy — 1 No. 


25, 000 + 5 % VAT 


400 + 5 % VAT 


Tender forms can be obtained from our purchase 
section from 12 - 1 -2013 to 12 - 2 - 2013 during office hours . 
Last date for submission of tender is on or before 
15 - 2 - 2013 up to 5 p . m . Tender forms also can be 
downloaded from www . mcctly .org . The Director, MCC 
reserves the right to accept /reject any or all tenders 
without assigning any reasons. For details please visit our 
website or contact purchase section . 
Prebid meeting on 16 -1 - 2012 , 10 a.m . 

( Sd . ) 
Director 


